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1- PURPOSE: 
1.1 The purpose of the new employee orientation Us2KooJl dtagi Ao (Lo UA -= 1,1 
program is to introduce new employees to their aay hhg Le gd aal 


work environment and to acquaint them with 
both the opportunities and the responsibilities of 
employment. 


uai pAg pdos äis 
WsKaiJI GlW9gu09. 


1.2 The Department Staff coordinate/organize 


‘ 9 Gauiiy pou)! gaKg0 foggy —1,F 
this program for new employees 


aaa Us2Hoo Aol lid phi 





2. DEFINITIONS (Ery EST) 
Orientation Is the introductory instruction concerning üa il Glos yo (aragi )opbuoJi 


the departmental rules and other related topics about the legigo o LAjLtg pLuöil aclios ääleioJl 
physiotherapy department obj aLI puö Joa äl IA 











3. RESPONSIBILITIES 





.1 Quality Assurance Coordinator oagyl Guio 
.2 Training Coordinator rare 
.3 Assigned Departmental Training Specialist “Wai! Guuto 





ghal Qy yjLaàl 








4.1 The New Employee Orientation Session provides an overview of the departmental vision, mission and values; 
strategic plan and organizational structure. The session also reviews key policies. 
Quasi fiw äh g Lào LAHJA DJa äyĝjJ ole ole öh özal Ahgo aag ula y5q5 
äu JI lL Úf äly yà Leini g Yoi Já4lg. 
4.2 Departmental orientation will be provided to all newly hired employees. 


Újaa WH zoll Uåhool Epo gJlaY aagi Logi ipw. 
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| 5. Procedure | 
5.1 After the general hospital orientation, the new 
employee is oriented to the PT Department. The following 
is discussed: 
5.1.1 Policies and procedures of the department 
5.1.2 Isolation procedures 


5.1.3 Disaster and Fire procedures 


5.1.4 Tour of the department 


5.1.5 Introduction to the department staff 


5.1.6 Introduction to the Nursing Staff on the unit that the 
employee is assigned to. 


5.2 The New Employee spends a half day, for the next two 
days, with other therapists to learn more about the 
department and the hospital. 


5.3 The beginning of the following work week the new 
employees have their own patient assignment. 
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6. MATERIALS, EQUIPMENT & FORMS 





ECEE TE EEES] 
.1 General Orientation Form 1 polsJI Qragil @Agoj 
.2 Departmental Orientation Form .2 GljlaVl d1agi @Agos 
.3 Job Description Form 3 ydshall ngi igoj 
7. REFERENCES 


7.1 Ministry of Health Standards GawiJl Sjljq pulszo V,I 
7.2 CBAHI Standard Guidelines, 2016 6.17, GUS! CBAHI! laby V,r 
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